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UNITED STATES GOVERNMENT 

Memorandum 


TO 


OC Equipment Board Members 


date: 1 November 1976 


STAf R0M : l ^ I 

Secretary, 0C Equipment Board 

subject: Equipment Board Meeting 


There will be no Equipment Board meeting in November 


1976. 
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1 - DD/C0 
1 - C/OC-O 
1 - C/0C-E 
1 - C/0C-S 
1 - C/OC-CS 
1 - C/OC- P£jB 
it - Board Secretary 
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